EARLY VOTING 


(FOR THE NOVEMBER 8.2016 STATE (PRESIDENTIAL) ELECTION ONLY) 

WILL BEGIN ON MONDAY, OCTOBER 24 THROUGH FRIDAY, NOVEMBER 4, 2016. 

HOURS OF EARLY VOTING; 

MONDAY, TUESDAY AND WEDNESDAY - 8AM TO 4PM 
THURSDAY, 8AM TO 7 PM 
FRIDAY, 8AM TO 12 NOON 


Early voting will take place in the Arlington Town Hall Auditorium, 
Monday, October 24,2016 until Noon Friday, November 4, 2016. 





